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Message Text 

UNCLASSIFIED 

PAGE 01 MOSCOW 04175 10I53IZ 
ACTION FBOE-00 

INFO OCT-OI EUR-I2 ISO-00 A-01 /0I4W 

057345 I0I533Z/4I 

P I0I526ZMAR 78 

FM AMEMBASSY MOSCOW 

TO SECSTATE WASHDC PRIORITY 8841 

UNCLAS MOSCOW 04175 


FOR A/FBO 

E.O. 11652: N/A 

TAGS: ABLD, ASEC, AFSP 

SUBJECT: EMBASSY RECONSTRUCTION PROPERTY NO. LOlOOl, 

FIRE PROTECTION SYSTEM 

REE: (A) MOSCOW 2276, (B) STATE 048335 

1 . TAKING REFTELS, AND A/FBO MORI INTERFACING WITH FBO/M 
BALLARD INTO ACCOUNT, FOLLOWING BILL OF QUANTITIES CON- 
CERNING EXIT LIGHTS SEEMS TO BE ESTABLISHED. PLEASE 
PROCURE AND POUCH TO MOSCOW 56 EXIT LIGHTS AS FOLLOWS. 

2. 220 VOLT BATTERY BACK-UP: 

- 6 EACH WALL MOUNT SINGLE FACE R ARROW 

- 2 EACH WALL MOUNT SINGLE FACE L ARROW 

- 26 EACH WALL MOUNT SINGLE FACE NO ARROW 

- 1 8 EACH CEILING MOUNT DOUBLE FACE ARROWS IN ONE 

DIRECTION 

- 115 VOLT BATTERY BACK-UP: 

- 3 EACH WALL MOUNT SINGLE FACE NO ARROW 

- 1 EACH CEILING MOUNT DOUBLE FACE ARROWS IN ONE 

- DIRECTION 

THIS INCLUDES FLOORS 7, 8, 9, 10, SMOKE-SECURITY 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 MOSCOW 04175 101531Z 

PARTITIONS AND FIRST FLOOR AND BASEMENT. 

3. PLEASE KEEP MOSCOW ADVISED CONCERNING PROCUREMENT AND 
SHIPMENT ACTIONS TAKEN. 

TOON 


Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 



Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 10 mar 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1 978MOSCOW041 75 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7801 08-0383 

Format: TEL 
From: MOSCOW 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780383/aaaacrxr.tel 

Line Count: 60 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 1ea5acc9-c288-dd1 1-92da-001cc4696bcc 

Office: ACTION FBOE 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 78 MOSCOW 2276, 78 STATE 48335 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 25 may 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3373957 
Secure: OPEN 
Status: NATIVE 

Subject: EMBASSY RECONSTRUCTION PROPERTY NO. L01001, FIRE PROTECTION SYSTEM 
TAGS: ABLD, ASEC, AFSP 
To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/1ea5acc9-c288-dd1 1-92da-001cc4696bcc 
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